DOCKETED ITEMS       59

9106210256 Notification of 910709 meeting w/facility in Rockville.MD to discuss engi-
neering/const projects at facility.including diesel generators.station batteries conden-
sate storage tanks & selected mgt issues.

SAMWORTH.R.B. Project Directorate III-3. 91/06/17  HANNON J N  Project Director-
ate III-3. 5pp. 58186:001-58186:005.

9106210226 Advises that 900831 response to Generic Ltr 89-08 re erosion/corrosion-
induced pipe wall thinning acceptable, based on implementation of program to ensure
erosion/ corrosion will not lead to degradation of carbon steel sys
SAMWORTH.R.B. Project Directorate IU-3. 91/06/18. FAY.C.w" Wisconsin Electric
Power Co. 3pp. 58208:001-58208:003.

9106280170 Confirms plans to conduct 910711 meeting in Region III ofc to discuss op-
erator sensitivity to plant conditions while in shutdown operations & other items of
mutual interest.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/24.  FAY.C.W. Wisconsin Electric
Power Co. 1p. 58273:020-58273:020.

V. Operator Examinations

9106110024 Forwards exam rept 50-266/OL-91-02 administered during wk of 910429.
WRIGHT.G.C. Region 3 (Post 820201). 91/05/31. RAY.C.W. Wisconsin Electric Power
Co. 2pp. 57995:325-57995:334.

-9106110027 Exam rept 50-266/OL-91-02 administered during wk of 910429. Exam
results:one reactor operator & one senior reactor operator passed written exam but
failed operating exam. Five reactor operators & senior operators passed all exams.
SHEMBARGER.K., BURDICK.T.M. Region 3 (Post 820201). 91/05/31. 2pp.
57995:327-57995:334.

9106180198 Advises that operator & senior operator licensing exams scheduled for wk
of 910923.Listed ref mat! requested 60 days prior to exam date.
WRIGHT.G.C. Region 3 (Post 820201). 91/06/12. FAY.C.W. Wisconsin Electric Power
Co. 11pp. 58121:052-58121:062.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106040139 Forwards Safety Insp Repts 50-266/91-11 & 50-301/91-11 on 910506-
10.No violations noted.

GREGER.LR. Region 3 (Post 820201). 91/05/28. FAY.C.W. Wisconsin Electric Power
Co. 2pp. 58000:096-58000:105.

-9106040143 Insp Repts 50-266/91-11 & 50-301/91-11  on 910506-10,No violations
noted.Major areas inspected:radiation protection program including.organization.rngt
controls & training, audits & appraisals & internal & external exposure control.
KOZAK.T.J., CANIANO.R.J.  Region 3  (Post 820201).  91/05/23.  8pp.  58000:098-
58000:105.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106110024 Forwards exam rept 50-266/OL-91-02 administered during wk of 910429.
WRIGHT.G.C. Region 3 (Post 820201). 91/05/31. RAY.C.W. Wisconsin Electric Power
Co. 2pp. 57995:325-57995:334.

-9106110027 Exam rept 50-266/OL-91-02 administered during wk of 910429. Exam
resultsrone reactor operator & one senior reactor operator passed written exam but
failed operating exam. Five reactor operators & senior operators passed all exams.
SHEMBARGER.K. Region 3 (Post 820201). 91/05/31. 2pp. 57995:327-57995:334.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106100047 Forwards insp rept 50-266/91-10 & 50-301/91-10 on 910513-17. No viola-
tions noted.

RING.M.A. Region 3 (Post 820201). 91/06/04. FAY.C.W. Wisconsin Electric Power
Co. 2pp. 57932:062-57932:070.

-9106100054 Insp repts 50-266/91-10 & 50-301/91-10 on 910513-17.NO violations
noted.Major areas inspected:licensee implementation of post accident monitoring in-
strumentation in accordance w/reg guide l,97,rev 2.

KOPP.M.J., GAINTY.CA, JABLONSKI.F.J, Region 3 (Post 820201). 91/06/03. 6pp.
57932:064-57932:070.

9106190118 Forwards safety insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520
& notice of violation.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. FAY.C.W. Wisconsin Electric
Power Co. 1p. 58142:268-58142:290.

-9106190130 Insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520. Violations
noted.Major areas inspected:plant operations, radiological controls.maint/surveillance
observations, emergency preparedness & security,
JACKIW.I.N. Region 3 (Post 820201). 91/06/06. 20pp. 58142:271-58142:290.

9106130238 Discusses plant specific thermal stratification analysis results & completion
date extension request for completion of Action Item Ld of NRC Bulletin 88-011.
FAY.C.W. Wisconsin Electric Power Co. 91/06/07. Document Control Branch (Docu-
ment Control Desk). 8pp. 58111:084-58111:091.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106180060 Forwards safety insp repts 50-266/91-09 & 50-301/91-09 on 910424-
25,0501-03,0520-23 & 0528.NO violations noted.

RING.M.A. Region 3 (Post 820201). 91/06/13. FAY.C.W. Wisconsin Electric Power
Co. 2pp. 58120:165-58120:174.

-9106180068 Safety insp repts 50-266/91-09 & 50-301/91-01  on 910424-25, 0501-
03,0520-23 & 0528.No violations noted.Major areas inspected:ISI activities including
review of program, procedures & observation of work & work activities.
SCHAPKER.J.F.,   DANIELSON.D.H.   Region   3   (Post   820201).    91/06/12.   8pp.
58120:167-58120:174.

R. Periodic operating reports & related correspondence

9106140179 Monthly operating repts for May 1991 for Point Beach Nuclear Plant.Units
1 &2.W/910610ltr.

PETERSON.D.C., FAY.C.W. Wisconsin Electric Power Co. 91/05/31. 9pp. 58143:314-
58143:322.
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F. Security, medical, emergency & fire protection plans

9106060097 Rev 35 to EPIP EM-202, "Duties of Emergency Coordinator."
STEPHENSON.J.D. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/23.
55pp. 58002:238-58002:292.

9106060206 Rev 5 to EPIP EM-306, "Post Accident Sampling of Reactor Bldg Atmos-
phere Using Automatic Isotopic Measuring Sys (A.I.M.S.)."

*  Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/24. 23pp, 58001:218-
58001:240.

9106130056 Annunciator Response (AR) Procedures.including Rev 12 to AR-303, "ESC
Annunciator Response," Rev 13 to AR-501, "ICS I Annunciator Response" & Rev 9
to AR-301, "ESA Annunciator Response."

MARSHALL,W. Florida Power Corp.  (subs, of Florida Progress Corp.). 91/06/03.
28pp. 58111:056-58111:083.

9106210002 Forwards Rev 6 to security training & qualification plan.Rev withheld (ref
10CFR73.21).

BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/14. Docu-
ment Control Branch (Document Control Desk). 1p. 58202:166-58202:166.

H. General correspondence

9106040018 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee
Schedules; 100% Fee Recovery."

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/24. Docu-
ment Control Branch (Document Control Desk). 2pp. 57891:065-57891:066.

I. Financial information

9106120323 Forwards 1991 internal cash flow projection for facility.
GREENE.G.E.  Florida Power Corp.  (subs, of Florida Progress Corp.). 91/05/22.
MURLEY.T.A. Office of Nuclear Reactor Regulation. Director (Post 870411). 2pp.
58109:015-58109:016.

P. Operating license stage documents & correspondence

9106040304 Comments on reviewed results of refuel 7 eddy current exam of OTSG
tubes at facility.Results of exam indicate assumption reasonable.
SILVER.H. Project Directorate II-2. 91/05/23. BEARD.P.M. Florida Power Corp. (subs,
of Florida Progress Corp.). 2pp. 57895:263-57895:264.

9106050246 Notifies of completion of actions re Generic Ltr 88-14 on instrument air
supply sys problems affecting safety related equipment.per 890209,900330 & 0920
ltrs&NUREG-1275,Vo!2.

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/30. Docu-
ment Control Branch (Document Control Desk). 1p. 58033:049-58033:049.

9106100161 Forwards special rept 91-02,including summary of eddy current testing &
list of tube indications.

BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/31. Docu-
ment Control Branch (Document Control Desk). 6pp. 58091:059-58091:064.

9106190010 Application for amend to License DPR-72,consisting of TS Change Re-
quest 186,replacing TS 3.6.2.2 for spray additive sys w/TS 3.6.2.2 for containment
emergency sump pH control sys.

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/13. Docu-
ment Control Branch (Document Control Desk). 4pp. 58187:346-58187:353.

-9106190011 Proposed Tech Spec 3.6.2.2 re containment emergency sump pH control
sys.

*  Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/13. 4pp. 58187:350-
58187:353.

9106190018 Forwards "Crystal River Fish Hatchery Operating Plan,1991 - 1994," per
Part I.B.1.D.3 of NPDES Permit FL000159.

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/13. Docu-
ment Control Branch (Document Control Desk). 3pp. 58185:317-58185:330.

-9106190019 "Crystal River Fish Hatchery Operating Plan 1991-1994,"

*  Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/31. 11pp. 58185:320-
58185:330.

9106210006 Responds to NRC 910506 SSER re station blackout rule implementation at
facility.Station blackout battery calculation updated to reflect revised coping strategy
to be implemented after installation of non-1 E battery,

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/13. Docu-
ment Control Branch (Document Control Desk). 3pp. 58208:193-58208:195.Power
